THE   COMBUSTION"  OP  COAL
tration, then, of the-effect of introducing the air in a divided
form, let us take the case of a boiler furnace of modern and
approyed form, where the air enters by a single orifie&y and
Compare it with that shown where it enters through 100 or more orifices.